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Bird, Ciranna (DPH) 

Wednesday, June 07, 2006 4:01 PM 

Areche, Arquimedes (DPH); Belanger, Peter (DPH); Bird, Ciranna (DPH); Caloggero, 
Dina (DPH); Cavaleri, Lori (DPH); Church, Daniel (DPH); Conidi, Giuseppe (DPH); 
Conley, Caryn (DPH); DeMaria, Alfred (DPH); Dooley, Jacqueline (DPH); Doran, Tara 
(DPH); Elson, Franny (DPH); Elvin, Paul (DPH); Feeney, Mike (DPH); Fontana, John 
(DPH); Gauthier, Cheryl (DPH); George, Harvey (DPH); Gillis, John (DPH); Goldbaum, 
Robert (DPH); Gordon, Gideon (DPH); Grazioplene, Mariah (DPH); Greer, Garry (DPH); 
Hall, Joshua (DPH); Han, Linda (DPH); Heckman, Caley (DPH); Hennigan, Scott (DPH); 
Jenner, Jennifer (DPH); Konomi, Raimond (DPH); Kopec, Leo (DPH); Koszalka, Susan 
(DPH); Koszalka, Susan M (DEP); Krueger, Elaine (DPH); Krumholz, Glenn (DPH); 
LeClair, Erika (DPH); Madigan, Phyllis (DPH); Medeck, Ryan (DPH); Massif, Julianne 
(DPH); Nawn, Kathleen (DPH); OBrien, Kerry (DPH); Olson, Maren (DPH); Peppe, 
Joseph (DPH); Piro, Peter (DPH); Pribeck, Kristen (DPH); Ridley, Stephen (DPH); Rivera, 
Tanya (DPH); Salemi, Charles (DPH); Scharf, Alissa (DPH); Servizio, Paul (DPH); Smole, 
Sandra (DPH); Watarida, Kara (DPH); Werner, Barbara (DPH); Wyndham, Susan (DPH) 
Cc: Cheney, Sally (DPH) 

Subject: The June 9th BT/CT Standing Meeting will begin at 12:30PM 

Attachments: 6-9-2006 - BTCT Standing Agenda.doc 


The agenda for the June 9th BT/CT meeting is attached and listed below. 
Please note: This meeting will begin at 12:30PM instead of at noon. 


BT/CT Standing Meeting 


June 9, 2006 j 12:30 PM t Room 123 


Agenda 


1. Budgets for the Public Health Emergency Preparedness Grant, and the Influenza Phase II Grant 
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Guest Participant: Sally Cheney CD Bureau Deputy Director 


2. LRN Messenger Update 


3. CT Update 


4. CEP Update 


Ciranna 


Ciranna Bird 

Assistant Coordinator for Lab Preparedness 
State Laboratory Institute 


Tel: 617-983-6216 
Fax:617-983-6210 
E-mail: ciranna.bird@state.ma.us 
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